entry for the second shift on March 3, 1984, indicates exist-
ence o:l: "some bad areas."

On March 4 for the first shift, there is an entry,
"stable in some and some loose; rock falling due to rain".
On the second shift, there is an entry, "unstable".

On March 5 for the first shift, there is an entry, "some
areas have slides due to heavy rain".  On the second shift,
"several bad areas".

On March 6, first shift, "some slides, loose rock";
second shift, "some bad areas".

On March 7, first shift, "some areas fair; some have
loose rock"; on the second shift, "some bad areas".

On March 8, on the first shift, "cleaned up slides; some
areas not good"; second shift, "several bad areas".

On March 9, second shift:, "some bad areas".

On March 12, the entry "ragged" appears.  Charles Hester
teatifled that, an entry of "ragged" should not be interpreted
to mean that tho highwall was necessarily hazardous.  There-
fore , 1 am oinl ttincj from my discussion 17 references to the
highwall ns btvi.nij "raqqed" .

On March 13, first shift, "some areas poor"; also on
March 13, tho.ro is an entry "some small slides noticed during
third shift; all won warned".

On March 14, first shift, "some areas poor; south end
flagged and men warned on unstable highwall".

On March 15, first shift:, "Squaw Creek truck refused to
drive under hicjhwall, so this area will be flagged and no
personnel arc to go under this wall until corrected".

i

On March lf>, first shift, "keep 'all personnel away from
highwall and loadlmi spoil side only; poor condition; is not
stable; area flaqged"; second shift, "rocks falling from
recont bad weather"; third shift, "very bad area; falling off
clue to heavy rain; all men warned of wall condition".

On March 17, first shift, "no one working under highwall?
all operations will be performed under area of bad highwall".
The foreman may have misstated himself in the entry just
quoted, but that is the way the entry reads.  The entry for
the third shift on March 17 states existence of "bad rock
slide but appears to be in stable condition".

585years  before the violation here  involved
